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The first steam distillation on a larger scale in a pharma-
ceutical laboratory appears to have been that in the old Apothe-
cary's Hall in London.1)

In Germany steam distillation for the preparation of volatile
oils in apothecary laboratories was also made possible by the
introduction of a steam distilling apparatus, constructed about
the year 1826 by Johann Beindorff,2) mechanic and tin founder

Fig. 39.

in Frankfurt-on-the-Main (fig. 39). With this apparatus, soon per-
fected in many ways, the distillation of volatile oils with steam
under pressure was possible. The condensing arrangement also
had the advantage over the spiral tube by being made up of
separate parts, and thus allowing it to be readily cleaned even
on the inside.

*) Buchner's Repert. fur die Phaim 29 (1828), pp. 112 and 113.
*) Geiger's Magazin fur Pharmazie etc. 11 (1829), 174 and 291. -
ner's Repert. fur die Pharm. 33 (1830), 436.
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